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Moving Picture Machine Films 
A Great Fire Hazard 

The highly inflammable celluloid aim 
used in moving picture machines is a 
source of great danger from tire. Fire in- 
surance companies accordingly not only 
make high rates on buildings in which 
lachines are used, but in some sec- 
tions actually prohibit their use except 
when enclosed in a fireproof booth. 

In spite of all precautions and safety 
appliances, these Inflammable aims are in 



posed films. 

A burning film is unquenchable by 

water. The fire is self-supporting and 

BpreadS with great rapidity, generating an 

heat and noxious, dense fumes and 

lie. ides the risk to property and lives 

trom tire, there is great danger of a panic 

Bre occurs in a crowded place of 

ent. This danger of panic is ex- 

ceptionally great in the case of a moving 

Bit e, as ii is mo I tartling i 

nee and rapidity. 

Laws Compel the Use of Fire- 
proof Booths 



enclosure. In communities where the au- 
thorities are properly watchful of public 
safety, in fact, wherever this subject has 
been given serious consideration, the form 
of enclosure demanded is an asbestos booth. 
J-.M Asbestos Booths conform to all the 
requirements of the insurance authorities 
and the inspection departments wherever 
ordinances have been passed compelling 
the use of a fireproof booth. Following 
are a few of the states which have ap- 
proved the use of J-M Asbestos Booths: 



New York, 


Vermont. 


Massachusetts, 


Michigan, 


New Hampshire 


Connecticu 


Pennsylvania, 


Rhode Isla 


New Jersey, 


Ohio, 


Maine, 


California, 



also the National Board of Fire Insurance 
Underwriters and the New England Insur- 
ance Exchange. 



J-M Transite 
Asbestos Wood Booths 

These Booths are built of J-M Transite 
Asbestos Wood hi inch thick on sides and 
top and % inch thick on floor. This wood 
is made of that indestructible fibrous min- 
eral — Asbestos. It possesses greater fire- 
resisting properties than any other mate- 



will not warp or shrink 

The framework on which the J-M 

ed is made of heavy angle irons or tees. 

The presence of a J-M Transite Asbestos 
Booth gives the audience a sense of secu- 
rity and imparts to the house an appearance 
of permanency and high tone. It can be 
decorated in keeping with the interior finish 

Better Than Metal Booths 

J-M Transite Asbestos Wood Booths 
have many advantages over sheet metal 
booths. Metal booths are liable to become 
charged from an electric circuit, or 
"grounded," while the asbestos used in the 
construction of our booths is a non-con- 
ductor of electricity and such "grounds" 
cannot occur. These Asbestos Booths are 
much more durable than booths made of 
sheet metal. They do not transmit to 
the auditorium noises incident to the op- 
eration of the picture machine. A metal 
booth, on the other hand, acts as a sound- 
ing board, actually augmenting the noises 
within, thus detracting from the pleasure 
of the audience and cheapening the effect 
of a high-class show. 



J-M Transite A»betto» Wood 
Permanent Booth* 
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a door and window shutters to close auto- 
matically in case of fire. 

A complete ventilating system, includ- 
ing galvanized iron pipe flues and an ex- 
haust fan, will be furnished on special 
order. 

We are equipped to install these booths 
in tlie most approved manner, when de- 



Prices on Application 

When requesting quotations please 
state size of booth desired. Use the num- 
ber of booth only if standard size is de- 
[i l hut furnish dimensions and drawing 
or sketch if special size is wanted, giving 
outside dimensions and location of 

i • Also state if you wish price to 

Include installation. 
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J-M Transite Asbestos Wood 
Semi-Portable Booths 



The Semi-Portable Booth is made of 
asbestos Wood sheets or panels, framed 
iith angle iron, and is intended to meet 
e demand for a permanent booth of port- 



able 



ype. 



The construction of the Semi-Portable 
booth is just as strong and substantial as 
the permanent type. The design is similar 
to a portable house. The walls and roof 
are made of panels of asbestos wood. 
These panels are framed with angle irons 
and are made interchangeable. They are 




plainly marked so that they can be easily 
put together by any carpenter without the 
necessity of fitting, filing or drilling. This 
booth can be put together or taken down 
in less than two hours, whereas it takes 
two men from one to two days to build up 
the Permanent type. Only about thirty 
bolts are required to assemble this booth, 
while one thousand bolts are required to 
assemble the Permanent Booth. If taken 
down for removal, this Semi-Portable 
Booth can be shipped without crating and 
can be readily re-assembled; whereas the 
Permanent style is taken apart with more 
difficulty and requires as much labor to put 
it together again as was necessary in the 
first place. 



Another feature which strongly recom- 
mends this Semi-Portable Booth is that it 
can be easily enlarged by the addition of 
standard panels. For instance, there are 
10 panels in the Xo. 1 size, 13 in the Xo. 
2 and 16 in the Xo. 3. The panels, as 
stated, are interchangeable, and are car- 
ried in stock at our factory. 

Special sizes of booths of this style can 
he furnished promptly. 

Sizes of Permanent and Semi- 
Portable Booths. 

No 1 Booth for One Machine 



Inside Dimensions. 


Outside Dimensions. 


1:5 ft. 9 in. wide x 7 


t6 ft. wide x 8 ft. 


ft. 9 in. deep x 7 


deep x 7 ft. 2 in. 


ft. high. 


. high. 


*6 ft. wide x 8 ft. 


*6 ft. 3 in. wide x 8 


deep x 7 ft. high. 


ft. 3 in. deep x 7 




ft. 2 in. high. 


^G ft. wide x 8 ft. 


+ 6 ft. 4 in. wide x 8 


deep x 7 ft. high. 


ft. 4 in. deep x 7 




ft. 3 in. high. 


No. 2 Booth fo 


Two Machines 


Inside Dimensions. 


Outside Dimensions. 


t8 ft. 9 in. wide x 7 


t9 ft. wide x 8 ft. 


ft. 9 in. deep x 7 


deep x 7 ft. 2 in. 


ft. high. 


high. 


*9 ft. wide x 8 ft. 


♦9 ft. 3 in. wide x S 


deep x 7 ft. high. 


ft. 3 in. deep x 7 




ft. 2 in. high. 


t9 ft. wide x 8 ft. 


^9 ft. 4 in. wide x 8 


deep x 7 ft. high. 


ft. 4 in. deep x 7 




ft. 3 in. high. 



No. 3 Booth foi 



Inside Din 

til ft. 9 In. wide \ 7 12 fl widi 

II S i". deep x 7 deep x 7 ft. 2 in. 

ft. nigh. high. 

•12 ft. wide x 8 (>, 1 .' ft. 3 In wide x 8 

deep x 7 ft. high. ft. 3 in. deep « i 

ft. 2 In 
(12 ft. wide x s it 12 ft. 4 in. wide x 8 

deep x 7 ft. high. ft. 4 In. deep \ i 

ft. :: in. high. 

(Furnished where regulations permit 
48 sq. ft. out lide Boor pac< Eoi one ma- 
chine, 72 sq. ft. for two mi 
q ii tor three machine 

* Furnished where law require i 
ft, inside floor space for one mai 
,, n tor two machine and 96 q ft. tor 
three machines. 

t Furnished where law specifies i- 

ft. inside floor space for mat 

sq. ft. tor two machines and 96 sq. ft. for 

chines, two-foot i 

uprights, P, In s 1% in * 3 L6 

Iron : upports for roof and 1 in. x 1 in. x 

:: it; in angle Iron lor frame oi •<■ 

Other angle and tee irons 1% In. * ''- in 

x ', in 

Shipping weights are approximately as 
follows: 

No. 1 weighs 1200 lbs., No. 2 weighs 1600 
lbs., No. 3 weighs 2 

Prices on regular and special 
application. 




J-M Asbestos Portable Booth 

' od Booths, we also make a Port- 

- - of booth. whic\- 

of an asbestos cloth covering over an iron 

pipe framework. This asbestos cloth is 

; weaving a yarn, spun from the 

a heavy fabric 

:ton duck. The 

- - aad light 

and is absolutely fireproof It is therefore 

well ad :.; of a fireproof 

- - 

■ - : - : .- made in 
eees. One piece forms the cover- 
ing for the top. another encloses U 



ana another forms a flooring or carpet. 
These pieces are made with overlapping 
flaps so that the booth is practically smoke- 
tight. 

These booths are very strong and dur- 
able, one prominent lecturer having used 
one for about eighteen months in this 
country and abroad, giving many shows 
each week, and the booth is still practically 
as good as when new. 

A specially designed hinged trap, by 
which a ventilating space is secured, is fur- 
nished with this booth. It is so arranged 
that it will close automatically in case 
fire. 

The asbestos cloth covering can 
easily folded into a compact bundle, s 
the skeleton pipe frame, being designed 
with telescoping joints and socket fittings, 
can also be easily taken apart. The booth 
can be set up or taken down and packed 
for shipment in twenty to thirty minutes. 

Some portable asbestos cloth booths 
are made with a frame having pipe thread 
screw fittings, which are sure to give 
trouble and cause delays if the threads be- 
come burred. The specially designed 
socket fittings of J-M Asbestos Booths can- 
not get out of order. 

When packed for shipment, this booth 
occupies a space only 81 in. long by 14 in. 
wide and 12 in. deep. Its total weight is 
about 170 lbs. It can be packed in a stout 
wooden chest with hinged cover, clasp and 




padlock .-s , or a 

strongly 
rips and 
- 

: ooth in a trunk 
: ;ome within the 
mil for personal baggage. 
Plain or painted asbestos covers are 
leared. 
ue prepared to furnish asbestos 
:' portable type made -with cloth 
; and cloth flooring, sized and 
T.t I L- 
- 

'. iing of lint Eron the 
res of 4 - . grant objec- 



tion to 


this type of booth 


when not SO 


treated. 


The painting doe 


9 not detract 


from it 


fireproof qualities 


and adds to 



Size of Portable Booth 

his type of booth is furnished regu- 
ine, 5 feet square by t;i 2 feet high. 



, packed in trunk 

Special Booths 

We are prepared to furnish asbestos 
booths in special sizes or styles promptly. 
We furnish the complete booth or any part 
of the asbestos cloth or asbestos wood cov- 
ering, as well as the iron frame and fit- 
tings. 

J-M Transite Asbestos Wood 

for Fireproof Cabinets, 

Closets, etc. 

Many theatres and exchanges take 
great chances of a disastrous tire by stor- 
ing moving picture films in wooden cab- 
inets, closets, etc. In some large ex- 
changes there is carried from 500,000 to 
1,000,000 feet of film, which is equivalent 
to 2,500 to 5,000 pounds of the inflam- 
mable celluloid. 



These wooden cabinets, closets etc., 
can be made absolutely fireproof by lining 
them with J-M Transite Asbestos Wood, 
similar to that used in the booths herein 
referred to. It can be applied by any car- 
penter, as it can be sawed, drilled and 
worked the same as ordinary wood. 

The fire loss can also be limited to a 
portion of the stock in case of an acci- 
dental fire occuring in such a cabinet or 
closet by dividing it into several compart- 
ments with J-M Transite Asbestos Wood. 

J-M Transite Asbestos Wood is also ex- 
ceptionally valuable for making cabinets, 
boxes, etc., for the storage of valuables or 
the safe keeping of rich "properties." 

This wood is also suitable for general 
fireproofing and sheathing purposes for 
electrical cabinets, stage pockets, fire 
walls, etc. 

J-M Theatre Curtains 

.More fire disasters have undoubtedly 
been prevented by asbestos theatre cur- 
tains than by any other single protective 
device, and there are probably more J-M 
Theatre Curtains in use than all other 
makes combined. 

J-M Theatre Curtains are made of two 
different materials — Vitribestos and As- 
bestos Clotli. 
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J M Vitribestos Curtain 



theatr 


es be eq 


uipped wi 


th a 


fireproof cur- 


tain made in 


the form 


of a 


movable fire 


wall. 


The J- 


M Vitribe 


stos 


Theatre Cur- 


tain i 


leets the 


se require 




s. 


It 


consists 


of a structural frame cov- 


ered c 


n the st« 


ge side \v 


th V 


tribestos fire- 


proof 


sheets 


Dne inch 


thicl 


, a dead air 


space 


of four 


or five in 


;hes 


n the center, 


and a 


sheet o 


steel nej 


t to 


the audience. 


This construct 


on consist 


s of 


i heavy frame 


of channels 


with upr 


ight 


channels or 



angles of a lighter weight placed on about 
6-foot centers. 

fastened to both the auditorium and 
r.tage sides of this structure are strips of 
steel running both horizontally and ver- 
tically. These strips are so arranged that 
they form a network of 3-foot squares. 

The Vitribestos sheets are fastened to 
these strips on the stage side of the curtain 
by means of bolts or wire; the sheets be- 
ing carefully cemented at all of the joints 
with J-M Vitribestos Fireproof Cement and 
the joints covered with asbestos tape to 
make a presentable appearance. Plain or 
corrugated steel is bolted on to the audi- 
torium side of the curtain. 

The entire construction is braced and 
held by adjustable tie rods which serve the 
double purpose of acting as trusses from 
which the curtain is suspended by wire 
cables and also for tightening up and pre- 
venting the curtain from buckling. 

With this construction, a J-M Vitri- 
bestos Curtain is literally a fire wall. The 
Vitribestos on the stage side, where fires 
are most liable to originate, will stand the 
flame of a blow-torch, giving 1300 degrees 
heat, for fifteen minutes or more without 
the other side of curtain reaching a tern- 



J-M Asbestos Curtains 

These are made of pure asbestos cloth. 
This cloth is made from yarns, spun from 
the long, tough fibres of the asbestos rock. 
Twisted into each strand of this yarn are 
fine brass wires. 

Asbestos curtains are made up with 
substantial lap-seams, breadth running full 
height of the curtain, hems at the sides, 
and pockets top and bottom for battens 
(extra pockets for special rigging if de- 
sired). All sewing on the above done with 
pure asbestos twine. Iron guides are 
either bolted or riveted on side hems, and 
brailing rings, or snap-hooks attached with 
asbestos twine. 

J-M Asbestos Curtains can also be fur- 
nished from asbestos cloth, with or with- 
out brass wire reinforcement, in both pure 
or commercially pure cloths. 

Prices on application. 

J-M Asbestos Roofing and 

Asbestoside for Moving 

Picture Theatres, etc. 

A ready roofing and siding made of that 
indestructible mineral, Asbestos. These 
products are fireproof, rotproof, rust- 
proof, gasproof, heatproof, coldproof, and 
never need painting. 



J-M Linolite Lamps and Frink 
Reflectors 



The superiority of the J-M Linolite 
Lamp, as compared with the old style in- 
candescent bulb, for lighting theatres is 
now generally conceded. The J-M Linolite 
Lamp has a greater glass area, so does not 
blacken as quickly, hence has a much 
longer life. 

This lamp consists of a tube nearly a 
foot long and one inch in diameter, with 
a filament running the entire length of the 
tube. The method of installing is to join a 
lumber of lamps end to end, producing an 
even, continuous line of light. 

J^M Linolite Lamps used with Frink 
Reflectors of various types diffuse over any 
given area a powerful but soft light, free 
from disagreeable shadows and spots. 

Our staff of experienced Illuminating 
Engineers will be glad to assist you in 
solving illuminating problems and in pro- 
curing special scenic effects. Prices and 
further naviculars on annlication. 



J-M Fyro Fire Extinguisher 



ised accordin 



cipient stage if 



only extinguisher that si 
ipressed air to discharge the 
fluid — a liquid gas deadly to 
ss to anything else. J-M Fyro 
orrosive. Won't cause rust; 
loisture — therefore no danger 
its when used on electrical 
id is good until used; will not 
■ate or evaporate. 
Extinguisher is more simple 
i than any other extinguisher 
of its type on the market. Has only 10 
parts, while others of the same type have 
40 or more parts. 

J-M Fyro has put out a larger percent- 
age of fires than any other extinguisher. 
Extinguishes burning moving picture films, 
gasoline, naphtha, oil, varnish, calcium 



J-M Success Fire Extinguisher 



This extinguisher is 
approved by the Nation- 
al Board of Fire Under- 
writers — the highest 



of 



ippn 



any 



fire-lighting 
can receive. The chem- 
icals used in the J-.M 
"Success" are the same 
as used by Fire Depart- 
ments. 

The J-M "Success" 
throws a 50-foot chemi- 
cal stream that is forty 

water. It acts as a 
blanket and smothers 
fire which water cannot 
reach — between partition 




J-M Manville Fire Extinguisher 

This dry powder chemical extinguisher 
will instantly put out any fire, whether 
arising from gasoline, kerosene, paint, 
gases, defective electrical appliances or 
any other cause, if thrown at the base of 



fabric or si 
plode, cak 

deteriorate 



A Few Other J-M Products 

.<iii-.t.>~ '■ u . f i: • 



tos and Magnesia 



U"....,|. Asbestos Klroproof 

J* Jt Write for Booklet 



" H. W. JOHNS- MANVILLE CO. 



ASlj 



